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MEMORANDUM FOR: Contracts Division, OSA 
ATTENTION : I 

SUBJECT : I [ Responsibility for System 17 


25X1 A 


'*mum 


It is requested tha t som e type of clause be 


ocy^A 

Jfor the development IM 


included in the contra ct wi th 

of System 17 such that| |is designated as having the 
responsibility for the complete system, including those 
items which are GFE. This is meant to indicate that 


Jis responsible that such GFE as is supplied is 


compatible with their own equipment and operates 
properly as a complete system. 
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